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NARA RG104, Entry 1, Box 125 


[Abstract:] Dies of 1881, Destroyed and Retained. 14 


Dies of 1881 destroyed 




































































Gold Obverse Reverse Retained Retained. 
Obverse Reverse 
D.E 2 1 1 
E 49 63 2: 
HE 68 54 2 
$3 1 3 1 
YE 1 2 1 
$1 a 3 2 
124 126 4 5 
Silver Obverse Reverse Retained Retained. 
Obverse Reverse 
Trade Dolls 1 1 
Stand. “ 59 47 
Half “ 2 1 Jl 
Quarter “ 2 1 Jl 
Dimes 2 2 
66 52 2 
Minor Coins Obverse Reverse Retained Retained. 
Obverse Reverse 
5¢ pieces 9 9 2 
3¢ “ 27 27 5 
1¢ “ oy: 96 1 
133 132 8 























NARA RG104, Entry 1, Box 125 


Recapitulation 


Total number of dies destroyed 












































Obverse Reverse 
Gold 124 126 
Silver 66 52 
Minor Coin 133 132 

323 310 

Total number of dies retained 

Obverse Reverse 
Gold 4 5 
Silver 2 
Minor Coin 8 

4 15 














US. Mint Philada. Jany. 4, 1881 


I certify that the above statement of the number of dies destroyed and retained is correct. 


Thos. Vogel 








